CONTRACT FOR 


CRACK SEALING SERVICES/ 
VARIOUS LOCATIONS 


TOWN OF ARLINGTON, MASSACHUSETTS 


BID #21 -10 


2021 
TOWN OF ARLINGTON 


DEPARTMENT OF PUBLIC WORKS 
TOWN OF ARLINGTON MASSACHUSETTS 
INVITATION TO BID # 21 - 10 
CRACK SEALING SERVICES/VARIOUS LOCATIONS 





Engineering Division 


TOWN OF ARLINGTON 
Department of Public Works 
51 Grove Street 


Arlington, Massachusetts 02476 
Office (781) 316-3320F ax (781) 316-3281 





BID SUBMITTAL SHEET 


YEAR 1: JULY 1, 2021 to JUNE 30, 2022 





Description 


Estimated 
Quantity 


Unit Price 





Furnishing all necessary labor, materials, and 
services for Fiber Reinforced Crack Seal 
Treatment of Bituminous Concrete Pavements 
at Various Locations in Arlington, MA during 
standard work hours. 


3,500 Gallons 


§ Way 





/ Gallon 





Furnishing all necessary labor, materials, and 
services for Polymer & Crumb Rubber Modified 
Crack Seal Treatment of Bituminous Concrete 
Pavements at Various Locations in Arlington, MA 
during reduced work hours. 


900 Gallons 


5 10.61 





/ Gallon 





Furnishing all necessary labor, materials, and 
services for Polymer & Crumb Rubber Modified 
Crack Seal Treatment of Bituminous Concrete 
Pavements at Various Locations in Arlington, MA 
during night work hours, 


500 Gallons 





$ 10.G{ 





/ Gallon 





TOTAL: 


$ 


47 367.00 





*** Total Annual Contract Value not to Exceed $50,000 *** 











SUPERIOR SEALCOA1 INC 

















Firm Name: 
Address: 236 ANDOVER S1IREE1 
WILMINGION, MA 01887 
Phone Number: 978-988-5555 
Fax Number: 978-988-9221 
Email Address: INFO@SUPERIORSEALCOA1 . COM 





Authorized Signature: 


Print Authorized Name: 


Batts ,_ PRES. 





ROBER1 VIIA, PRESIDENT 
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TOWN OF ARLINGTON 
Department of Public Works 
51 Grove Street 


Arlington, Massachusetts 02476 
Office (781) 316-3320F ax (781) 316-3281 





Z S 
Engineering Division 





BID SUBMITTAL SHEET 


YEAR 2: JULY 1, 2022 to JUNE 30, 2023 








oe Estimated eee lg 
Description Quantity Unit Price 
Furnishing all necessary labor, materials, and 
services for Fiber Reinforced Crack Seal F 
Treatment of Bituminous Concrete Pavements | 3,500 Gallons $ 9. ? 7 / Gallon 





at Various Locations in Arlington, MA during 
standard work hours. 





Furnishing all necessary labor, materials, and 
services for Polymer & Crumb Rubber Modified 
Crack Seal Treatment of Bituminous Concrete | 900 Gallons $ /0.53 / Gallon 
Pavements at Various Locations in Arlington, MA 
during reduced work hours. 








Furnishing all necessary labor, materials, and 
services for Polymer & Crumb Rubber Modified |. ; 
Crack Seal Treatment of Bituminous Concrete | 500 Gallons $ (0-53 / Gallon 
Pavements at Various Locations in Arlington, MA 
during night work hours, 











TOTAL: $_ 47 497-00 
*** Total Annual Contract Value not to Exceed $50,000 *** 














SUPERIOR SEALCOA1 INC 

















Firm Name: 
Address: 236 ANDOVER SIREE1 
WILMINGION, MA 01887 
Phone Number: 978-988-5555 
Fax Number: 978-988-9221 
Email Address: INFORSUPERIORSEALCOA1.COM 





< 
Authorized Signature: eH moss 


ROBER1 VIIA, PRESIDEN1 





Print Authorized Name: 
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TOWN OF ARLINGTON 
Department of Public Works 

51 Grove Street 

Arlington, Massachusetts 02476 


& Office (781) 316-3320Fax (781) 316-3281 


Engineering Division 





BID SUBMITTAL SHEET 


YEAR 3: JULY 1, 2023 to JUNE 30, 2024 





Description 


Estimated 
Quantity 


Unit Price 





Furnishing all necessary labor, materials, and 
services for Fiber Reinforced Crack Seal 
Treatment of Bituminous Concrete Pavements 
at Various Locations in Arlington, MA during 
standard work hours. 


3,500 Gallons 


$ 2. +9 / Gallon 








Furnishing all necessary labor, materials, and 
services for Polymer & Crumb Rubber Modified 
Crack Seal Treatment of Bituminous Concrete 
Pavements at Various Locations in Arlington, MA 
during reduced work hours, 


900 Gallons 


$ fi. 0 7 / Gallon 








Furnishing all necessary labor, materials, and 
services for Polymer & Crumb Rubber Modified 
Crack Seal Treatment of Bituminous Concrete 
Pavements at Various Locations in Arlington, MA 
during night work hours. 





500 Gallons 





§ 11-09 / Gallon 








TOTAL: 


$ 


30, 44-00 





*** Total Annual Contract Value not to Exceed $50,000 *** 





Firm Name: SUPERIOR SEALCOA1 INC 





Address: 236 ANDOVER S‘1REE1 





WILMINGION, MA 01887 














Phone Number: 978-988-5555 
Fax Number: 978-988-9221 
Email Address: INFO@SUPERIORSEALCOAI1 . COM 


Authorized Signature: 


Print Authorized Name: 











ROBER1 VI1A, PRESIDENT 
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CERTIFICATE OF NON-COLLUSION 


The undersigned certifies under penalties of perjury that this bid or proposal has been made and 
submitted in good faith and without collusion or fraud with any other person. As used in this 
certification, the word “person” shall mean any natural person, business, partnership, corporation, 
union, committee, club or other organization, entity, or group of individuals. 


a PRESIDEN1 








(Signature of individual submitting bid or proposal) 
ROBERI VIIA, PRESIDEN 





(Name of individual submitting bid or proposal) 
SUPERIOR SEALCOA1 INC 





Name of Business 
6-2-21 
Date 





Pursuant to M.G.L. Chapter 62C, Section 49A, | certify under the penalties of perjury that 
| have complied with all laws of the commonwealth relating to taxes, reporting of 
employees and contractors, and withholding and remitting child support. 


043085041 me or , PRESIDEN 


Social Security Number or Signature of Individual or Responsible 
Federal Identification Number Corporate Officer and Title 





NON-COLLUSION FORMS 
MUST BE SIGNED AND 


SUBMITTED WITH BID 


26 


OSHA TRAINING 


The undersigned hereby certifies that it is able to furnish labor that can work in harmony 
with all other elements of labor employed or to be employed on the work; that all 
employees to be employed at the worksite will have successfully completed a course in 
construction safety and health approved by the United States Occupational Safety and 
Health Administration that is at least 10 hours in duration at the time the employee begins 
work and who shall furnish documentation of successful completion of said course with 
the first certified payroll report for each employee; and that it will comply fully with all 
laws and regulations applicable to awards made subject to section forty-four A of Chapter 
149 of the General Laws. 





; on , PRESIDEN 
Signature: 


PRESIDEN 








Title: 








Date: 6-2-21 





Chemically Modified Asphalt Fiber 


Derry Pavement Preservation Products 
(Modified Asphalt & Fiber) 
-Or- 

Equal 


UPERIOR 
EALCOAT, INC. 





236 Andover Street * Wilmington, Massachusetts 01887 


Town of Burlington 
Engineering Department 
25 Centre Street 
Burlington, Ma 01803 


Town of Reading 
Engineering Department 
16 Lowell Street 
Reading, Ma 01867 


Town of Arlington 
Department of Public Works 
51 Grove Street 

Arlington, Ma 02476 


City of Boston 
Engineering Department 
1 City Hall Square 
Boston, Ma 02201 


Town of Billerica 
Department of Public Works 
365 Boston Road 

Billerica, Ma 01821 


Town of Lincoln 
30 Lewis Street 
Lincoin, Ma 01733 


(978) 988-5555 * Fax (978) 988-9221 


Thomas Hayes, PE 731-270-1644 


Peter Reinhardt, PE 781-942-9082 


Wayne Chouinard, PE 731-316-3321 


John Vozella, PE 617-535-4900 


Kelley Conway, PE 978-671-1300 


Christopher Bibbo, PE 781-259-8999 


